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Approximately 5 kilometers from Vac beside the local Vac-Vereoefyhdz r ailr oad, 
an important reserve fuel supply belonging to the Hungarian army is located* 

The fuel camp is directly opposite the Hariaudvar station* fuel is stored in 
underground tanks which are hidden by sown grass, and only ventilation apertures 
are visible. The storage capacity is 1(0,000 hectoliters. There is a g uar d 
of 30 soldiers and an officer. 


Towards raid-1950, the size of coal storage dumps at railroad stations on the 
Debrecen-Karczag line was doubled. 
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This document Is hereby regraded to 
CONFIDENTIAL in accordance with the 
: letter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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